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Office of the General Counsel 
Freedom of Information and Privacy Act Office 

October 1, 2013 



Michael Morisy 
MuckRock News 
Dept MR 2939 
P.O. Box 55819 
Boston, MA 02205-5819 

RE: Request Pursuant to the Freedom of Information Act - FOIA #13-032 

Dear Mr. Morisy: 

Due to a lapse in funding across the U.S. government, all agency FOIA personnel have 
been furloughed. As a result, all FOIA processing within the agency is being suspended 
until normal operations resume and furloughed personnel are permitted to return to work. 
We regret any inconvenience this may cause and will resume processing your FOIA 
request as soon as possible. 

Sincerely, 



Andrew T. Krog 

FOIA and Privacy Act Officer 
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Office of the General Counsel 
Freedom of Information and Privacy Act Office 



May 24, 2013 



Michael Morisy 
MuckRock News 
Dept MR 2959 
P.O. Box 55819 
Boston, MA 02205-5819 

RE: Request Pursuant to the Freedom of Information Act - FOIA #13-033 

Due to a lapse in funding across the U.S. government, all agency FOIA personnel have 
been furloughed. As a result, all FOIA processing within the agency is being suspended 
until normal operations resume and furloughed personnel are permitted to return to work. 
We regret any inconvenience this may cause and will resume processing your FOIA 
request as soon as possible. 



Sincerely, 




Andrew T. Krog 

FOIA and Privacy Act Officer 




